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9203030252 Responds to NRC 911219 & 20 Itrs re violations noted in insp repts 50-
295/91-27 & 50-304/91-27.Corrective actions: release to containment was terminated
& complete rewrite of maint instructions underway.

KOVACH.T.J. Commonwealth Edison Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 5pp. 60819:021-60819:025.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 &
0203.RequaIification program rated satisfactorily.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison
Co. 2pp. 60909:050-60909:144.

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam resuits:qne
SRO failed requalification exam & one staff crew failed dynamic simulator operating
exam.AII others passed exams.

SHEPARD.D., BURDICK.T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052-
60909:144.

9203200244 Forwards split sample results analysis performed by vendor lab TMA/
norcal re Insp Repts 50-295/91-24 & 50-304/91-24.

JOYCE.T.P.  Commonwealth  Edison  Co.   92/03/03.   DAVIS.A.B.   Region  3   (Post
820201). 3pp. 61069:322-61069:324.

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 920224-
28.Violation noted but not cited.

GREGER.LR. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison
Co. 2pp. 60909:001-60909:019.

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.No violations
noted.Major areas inspected:plant emergency preparedness program.including action
on previously identified items & meteorological monitoring program.
PLOSKI.T., SIMONS.H., MCCORMICK.J.W. Region 3 (Post 820201). 92/03/09. 17pp.
60909:003-60909:019.

9203160177 Forwards insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224.Viola-
tions not being cited.

CLAYTON.B. Region 3 (Post 820201). 92/03/10. REED.C. Commonwealth Edison Co.
2pp. 60911:297-60911:315.

-9203160186 Insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224. Violations not
being cited.Major areas inspected:summary of operatiqns;operational safety verifica-
tion & ESF sys walk down;maint & surveillance observation;engineering.
FARBER.MJ. Region 3 (Post 820201). 92/03/10. 17pp. 60911:299-60911:315.

9203200094 Forwards electrical distribution sys functional insp repts 50-295/92-03 &
50-304/92-03 on 920106-0207.Strength identified include corporate lessons learned
program.DC ground detection program & thermography program.
MILLER.HJ. Region 3 (Post 820201). 92/03/16. REED.C. Commonwealth Edison Co.
3pp. 60970:184-60970:208.

-9203200099 Notice of violation from insp on 920106-0207.Violation noted:licensee
failed to include 64 safety related time delay relays in station calibration program.
MILLER.HJ. Region 3 (Post 820201). 92/03/16. 1p. 60970:187-60970:187.

-9203200105 Insp repts 50-295/92-03 & 50-304/92-03 on 920106-0207. Violations
noted.Major areas inspected:special electrical distribution sys.

BUTLER.D.S., GARDNER.R.N. Region 3 (Post 820201). 92/03/16. 21pp. 60970:188-
60970:208.

R. Periodic operating reports & related correspondence

9203090403 "1991 Occupational Radiation Exposures for Zion Nuclear Power Station."
W/920213 Itr.

JOYCE.T.P.  Commonwealth  Edison  Co.   91/12/31.   DAVIS.A.B,   Region  3   (Post
820201). 2pp. 60868:174-60868:175.

9203090425 "Radioactive Effluent Rept for Jul-Dec 1991 for Zion Nuclear Station." W/
920227 Itr.

JOYCE.T.P.  Commonwealth  Edison  Co.   91/12/31.   DAVIS.A.B.   Region  3   (Post
820201). 34pp. 60897:307-60897:340.

9203120096 Forwards occupational radiation exposure portions of station operating
repts.W/o encl.

RESCEK.F.  Commonwealth  Edison  Co.   92/02/27.   DAVIS.A.B.   Region  3   (Post
820201). 1p. 60918:350-60918:350.

9203170349 Monthly operating repts for Feb 1992 for Zion Units 1 & 2.W/ 920314 Itr.
HERRON.R., JOYCE.T.P. Commonwealth Edison Co. 92/02/29. 15pp. 60981:267-
60981:281.

9203090003 Forwards fitness-for-duty performance data for 6-month period ending
911231.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 23pp. 60862:070-60862:092.

S. Reportable occurrences, LERs & related correspondence

9203130257 Special Rept OSR/012/92:on 920129,low pressure CO2 suppression sys
out for mods to install new air starting sys in diesel generator rooms.Out of service
removed 920217. Inoperabiiity has no adverse impact on safe shutdown.
WINDIATE.J. Commonwealth Edison Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 4pp. 60933:288-60933:290.

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok-
ing under DB condition.Design basis calculations will be performed.
KOVACH.TJ. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation. Director (Post 870411). 3pp. 61103:311-61103:313.

U. Congressional/Executive Correspondence

9203090226 Advises that NRC insps & overview activities have shown that Zion station
performance continues to improve.per NRC 910802 & 0305 commitmentNRC plans
to continue to closely monitor programs & performance to ensure continued progress.
SELIN.I. Commissioners (Post 750119). 92/03/04. PORTER.J.E. House of Rep. 1p.
60948:035-60948:039.

V. Operator Examinations

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 &
0203. Requalification program rated satisfactorily.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison
Co. 2pp. 60909:050-60909:144.

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam results:one
SRO failed requalification exam & one staff crew failed dynamic simulator operating
exam.AII others passed exams.

SHEPARD.D., BURDICK.T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052-
60909:144.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.  Region 3  (Post 820201).  92/03/25.  Consumers Power Co.  3pp.
61110:314-61110:316.

9203310072 Advises that util furnish approved ref matl listed in encl 1, "Ref Matl Re-
quirements for Reactor/Senior Reactor OL Exams" at least 60 days prior to written &
operating exams scheduled for wks of 920713 & 20,

WRIGHT,G.C. Region 3 (Post 820201). 92/03/26. REED.C. Commonwealth Edison
Co. 11pp. 61126:174-61126:184.
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F. Security, medical, emergency & fire protection plans

9203030003 Informs that licensee submittal.nuclear power radiological emergency
plan.rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to
10CFR50.

CLINE.W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au-
thority. 5pp. 60753:005-60753:009.

9203120092 Rev 8 to EPIP-2, "Notification of Unusual Event." W/920302 Itr.
CORNELIUS.T.W.,   ZERINGUE.OJ.  Tennessee  Valley Authority.   92/03/02.   4pp.
60918:173-60918:177.

9203090253 Forwards Rev 28 to physical security/contingency plan.Rev withheld (ref
10CFR73.21).

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/06. Document Control Branch
(Document Control Desk). 2pp. 60852:274-60852:275.

9203180276 Revised EPIPs.including Rev 9 to EPIP-10, "Medical Emergency Proce-
dure" & revised EPIPs Index.W/920310 Itr.
BARON.R.R. Tennessee Valley Authority. 92/03/10. 20pp. 60992:328-60992:347.

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion
into plan.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp.
61207:247-61207:250.

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data
sys (ERDS) implementation plan provides basis for acceptable implementation of
ERDS at plant.

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/26. BURZYNSKI.MJ. Tennessee Valley Authority. 4pp. 61194:128-
61194:132.

H. General correspondence

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power
& that effective irnmediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent

BUfl?YNSK?M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts &
methods used to evaluate & determine which plants require closer monitoring.List of
plants presently in one of three categories from NRC senior mgt meeting encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292.

J. Insurance & indemnity information

9203090011 Notifies of onsite property damage insurance coverage at plants per
10CFR50.54 (w).

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/03. Document Control Branch
(Document Control Desk). 3pp. 61164:153-61164:155.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